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hormone) in biological matrices 670(1995)235 


(—)-Menthyl chloroformate 

Assay of tocainide enantiomers in plasma by solid-phase 
extraction and indirect chiral high-performance liquid 
chromatography after derivatization with (—)-menthyl 
chloroformate 670(1995)243 


Moth hot 


Simultaneous determination of amphetamine, 
methamphetamine, 3,4-methylenedioxyamphetamine and 
3,4-methylenedioxymethamphetamine in human hair by gas 
chromatography—mass spectrometry 670(1995)162 


Methyl! bromide 

Mass spectrometric analysis of haemoglobin adducts formed 
by methyl bromide in vitro 670(1995)349 
3,4-Methylenedioxyamphet 

Simultaneous determination of amphetamine, 
methamphetamine, 3,4-methylenedioxyamphetamine and 
3,4-methylenedioxymethamphetamine in human hair by gas 
chromatography—mass spectrometry 670(1995)162 


N-Methylsalsolinol 

Determination of the (R)- and (S)-enantiomers of salsolinol 
and N-methylsalsolinol by use of a chiral high-performance 
liquid chromatographic column 670(1995)47 


Moexipril 

Simultaneous determination of moexipril and moexiprilat, 
its active metabolite, in human plasma by gas 
chromatography-negative-ion chemical ionization mass 
spectrometry 670(1995)81 


Moexiprilat 

Simultaneous determination of moexipril and moexiprilat, 
its active metabolite, in human plasma by gas 
chromatography-negative-ion chemical ionization mass 
spectrometry 670(1995)81 


Muramic acid 
Determination of muramic acid in organic dust by gas 
chromatography—mass spectrometry 670(1995)167 


Neuraminidase inhibitor 

Automated high-performance liquid chromatographic 
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